Registered No. HSE - 49 /2016 


ప్రభుత్వం 


ఆంధ్రప్రదేశ్ , 


ANDHRA 
PRADESH 


MINI 


RIGHT TO 
INFORMATION 


HOS 


సత్యమేవ 

జయతే 


ఆంధ్రప్రదేశ్ రాజపత్రము 


THE ANDHRA PRADESH GAZETTE 

PUBLISHED BY AUTHORITY 


W.No.50 


AMARAVATI , FRIDAY , DECEMBER 11 , 2020 


G.366 


PART I - NOTIFICATIONS BY GOVERNMENT , HEADS OF DEPARTMENTS 

AND OTHER OFFICERS 


--X- 


NOTIFICATIONS BY GOVERNMENT 


WATER RESOURCES DEPARTMENT 

( SERVICES - II ) 


RETIREMENTS OF CERTAIN CHIEF ENGINEERS , SUPERINTENDING ENGINEERS 

AND EXECUTIVE ENGINEERS DURING THE CALENDAR YEAR 2021 . 


[ GO.Rt.No. 589 , Water Resources ( Services - II ) , 10th December, 2020. ] 


NOTIFICATION 


The officers working in Water Resources Department whose names are indicated 
in the Annexure to this order will be retire from service on attaining the age of 
superannuation on the dates noted against their names during the Calendar Year 2021 . 
Their retirement from service , without prejudice to the disciplinary cases / enquiries if any, 
pending against them and also subject to the condition that such disciplinary proceedings 
shall continue against them under Article 351 - A of Andhra Pradesh Pension Code / 
Rule 9 ( 2 ) of Andhra Pradesh Revised Pension Rules , 1980 even after their retirement . 


ADITYA NATH DAS , 
Special Chief Secretary to Government. 
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ANNEXURE 


SI . 
No 


NAME OF THE ENGINEER DESIGNATION / PRESENT 
S / Sri 

PLACE OF WORKING 


DATE OF 
BIRTH 


DATE OF 
RETIREMENT 


( 1 ) 


( 2 ) 


( 3 ) 


( 4 ) 


( 5 ) 


CHIEF ENGINEERS 


1 


Ch.SIVA RAMA PRASAD 


30.04.1961 


30.04.2021 


Chief Engineer 
( Supernumarary ) 
Neeru - Pragathi , 
Vijayawada 


2 


K.JALANDHAR 


30.06.2021 


Chief Engineer, ( Projects ), 01.07.1961 
Ongole 


3 


SYED . MAQBUL AHMED 


02.07.1961 


31.07.2021 


Chief Engineer , Quality 
Control Wing for 
Rayalasema Region , 
Kadapa 


SUPERINTENDING ENGINEERS 


1 


K.S.PRAKASA RAO 


10.01.1961 


31.01.2021 


Superintending Engineer , 
Irrigation Circle , Eluru 


2. 


M.NAGI REDDY 


15.01.1961 


31.01.2021 


Superintending Engineer , 
Polvaram Irrigation 
Project Head Works Circle 
Dowlaiswaram 


3 


B.V.SUBBA RAO 


02.02.1961 


28.02.2021 


4 


K.P.SANKARA RAO 


Superintending Engineer , 
HNSS Circle - 3 , 
Madanapalli 
Superintending Engineer , 
DPM & Mechanical under 
Chief Engineer , Polavaram 
Irrigation Project, 
Dowlaiswaram 


28.02.1961 


28.02.2021 


5 


M.SURENDRA REDDY 


31.03.1961 


31.03.2021 


Superintending Engineer , 
Irrigation Circle , Chittoor 


6 


10.04.1961 


30.04.2021 


NAGESH NARAYANA 
SWAMY 


Superintending Engineer, 
Construction Circle , 
Ongole 


7 


K.VENKATA RAMANA 


05.05.1961 


31.05.2021 


Superintending Engineer , 
Irrigation Branch , T.B. 
Dam , Hospet 


8 


01.06.1961 


31.05.2021 


A.MADHUSUDHANA 
REDDY 


Superintending Engineer, 
SKD - GNSS Project Circle , 
Kadapa 


9 


N.KRISHNA RAO 


20.06.1961 


30.06.2021 


Superintending Engineer , 
Somasila Project Circle , 
Nellore 
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( 1 ) 
10 


( 2 ) 
R.REDDAIAH 


( 3 ) 
Superintending Engineer , 
Irrigation Circle, Ongole 


( 4 ) 
01.07.1961 


( 5 ) 
30.06.2021 


11 


S.VENKATESWARA RAO 


01.07.1961 


30.06.2021 


Superintending Engineer , 
T.G.P & GNSS Circle , 
TIRUPATI 


12 


A. SURI BABU 


03.07.1961 


31.07.2021 


Superintending Engineer , 
O / o Chief Engineer , CDO , 
VIJAYAWADA . 


13 


04.08.1961 


31.08.2021 


CH.PURUSHOTTAMA 
GANGA RAJU 


Superintending Engineer , 
NSRC O & M Circle , 
Lingamguntla 


14 


J.RAMESH BABU 


10.08.1961 


31.08.2021 


Superintending Engineer , 
Pulichintala Project Circle , 
Visannapet 


15 


D.ANANDA KUMAR 


21.08.1961 


31.08.2021 


Superintending Engineer , 
Designs , Planning , 
Monitoring Circle, 
Dowlaiswaram 


16 


M.BABU RAO 


01.09.1961 


31.08.2021 


Superintending Engineer , 
Irrigation Circle , Guntur 


17 


K.POLESWARA RAO 


01.09.1961 


31.08.2021 


Superintending Engineer , 
Thotapally Tarakarama 
Peddagadda Reservoir 
Circle ,Vizianagaram 


EXECUTIVE ENGINEERS 


1 


K.V.NAGA RAJA REDDY 


03.01.1961 


31.01.2021 


Executive Engineer - III of 
Superintending Engineer , 
P & M CELL , Vijayawada 


2 


L. MURALI KRISHNA 


16.01.1961 


31.01.2021 


Executive Engineer - II of 
Superintending Engineer , 
P & M CELL , Vijayawada 


اليا 


V.SATHEESH BABU 


01.03.1961 


28.02.2021 


4 


K.HARINATH 


Executive Engineer , 
Irrigaion Division , Chittoor 
of Irrigation Circle , 
Chittoor 
Executive Engineer, 
I.B.Division , 
Dharmavaram of 
Irrigation Circle , 
Ananthapur 


28.03.1961 


31.03.2021 


5 


A.SUDHAKAR REDDY 


10.04.1961 


30.04.2021 


Executive Engineer, 
Irrigation Division , 
Venkatagiri of Irrigation 
Circle , Nellore 


6 


10.04.1961 


30.04.2021 


C.SUBRAHMANYAM 
REDDY 


Executive Engineer , S.P 
Division.No.2 , Nellore of 
Somasila Project Circle , 
Nellore . 


4 
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( 1 ) 


( 2 ) 
P.BAKTHAVATSALAM 


( 4 ) 
13.04.1961 


( 5 ) 
30.04.2021 


7 


( 3 ) 
Executive Engineer , O & M 
Division , Nuzvid of 
Pulichintala Project Circle , 
Visanapeta 


8 


14.04.1961 


30.04.2021 


M.JAGAN MOHAN REDDY Executive Engineer, 

HNSS . Division.No.5 , 
Guntakal of HNSS Circle 
2 , Ananthapur 


9 


D.SUBRAMANYAM 


25.04.1961 


30.04.2021 


Executive Engineer on 
Deputation to A.P. Tourism 
Development Corporation 
Limited , Vijayawada . 


10 


M.PRASAD 


25.04.1961 


30.04.2021 


Executive Engineer , 
P.P.Division.No.3 , 
Vijayawada of Pulichintala 
Project Circle , Visannapeta 


11 


P.PARAMESWARA 


01.05.1961 


30.04.2021 


Executive Engineer , TRTS 
Division , Vizainagaram of 
TTPR Circle , Vizainagaram 


12 


01.05.1961 


30.04.2021 


S.SURYANARAYANA 
REDDY 


Executive Engineer , GKLI 
Division.No.2 , Pulivendula 
of SKD GNSS Circle , 
Kadapa 


13 


M.SEKHARAIAH 


02.05.1961 


31.05.2021 


Executive Engineer , 
RW & M Division , Kadapa of 
Irrigation Circle , Guntur . 


14 


05.05.1961 


31.05.2021 


P.VENKATA KRISHNA 
REDDY 


Executive Engineer , QC 
Division , WRD , 
Ananthapur of Chief 
Engineer ( Projects ) 
Kurnool 


15 


09.05.1961 


31.05.2021 


S.VENKATA RAMANA 
RAO 


Executive Engineer , 
Vizainagaram Division , 
Vizainagaram of Irrigation 
Circle , Visakhapatnam 


16 


G.MANIKYA RAO 


10.05.1961 


31.05.2021 


Executive Engineer , V.P 
Division.No.1 , 
Amadalavalasa of BRRVP 
Circle , Srikakulam 


17 


31.05.2021 


S.M.SUBRAHMANYESWA 
RA RAO 


Executive Engineer , CADA , 12.05.1961 
Vijayawada , 0/0 
Commissioner , CADA , 
Vijayawada . 


18 


P.SUDHAKAR SETTY 


28.05.1961 


31.05.2021 


Deputy Superintending 
Engineer of HNSS Circle 
2 , Ananthapur 


19 


R.NEELAKANTA REDDY 


01.07.1961 


30.06.2021 


Deputy Superintending 
Engineer of Irrigation 
Circle , Kurnool 
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( 1 ) 
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( 2 ) 
V.CHANDRA SEKHARA 
NAIDU 


( 4 ) 
01.07.1961 


( 5 ) 
30.06.2021 


( 3 ) 
Deputy Superintending 
Engineer of SRBC Circle 
2 , Nandyal 


21 


T.V.PANDU RANGA RAO 


03.07.1961 


31.07.2021 


Executive Engineer , 
Designs , Vijayawada of 
Chief Engineer , QC wing 
Coastal Region & APERL , 
Vijayawada 


22 


K.SIVA BHASKARA RAO 


15.07.1961 


31.07.2021 


Deputy Superintending 
Engineer of Irrigation 
Circle , Vijayawada 


23 


E.RAJASEKHAR REDDY 


10.08.1961 


31.08.2021 


Executive Engineer , SRBC 
Division.No.2 , 
Banaganapalli of SRBC 
Circle - 2 , Nandyal . 


24 


D.NAGENDRA KUMAR 


15.08.1961 


31.08.2021 


Executive Engineer , 
Drainage Division , Nellore 
of Irrigation Circle , Nellore 


25 


31.08.2021 


P.VENKATESWARA 
PRASAD 


Executive Engineer, O & M 17.08.1961 
Division , Addanki of 
Irrigation Circle , Ongole . 


26 


B.ADISESHA REDDY 


31.08.2021 


Executive Engineer , HNSS 21.08.1961 
Division . No.3 , Kurnool of 
HNSS Circle - 1 , Kurnool 


27 


K.RAMANJANEYULU 


10.09.1961 


30.09.2021 


Executive Engineer , 
SKDGNSS . Division.No.1 , 
Mamillapalli @ Kadapa of 
SKDGNSS Circle , Kadapa 


28 


G. SREENIVASULU 


05.10.1961 


31.10.2021 


Deputy Superintending 
Engineer of BRRVP Circle , 
Srikakulam 


29 


K.PRASAD REDDY 


16.11.1961 


30.11.2021 


Executive Engineer ( Sup ) 
RW & M DIVISION , Kadapa 
of Irrigation Circle , 
Guntur . 


30 


K.MALLIKARJUNA RAO 


20.12.1961 


31.12.2021 


Executive Engineer , PIP 
Camp Office, Tadepalli of 
Chief Engineer , Polavaram 
Irrigation Project Unit , 
Dowlaiswaram 


ADITYA NATH DAS , 
Special Chief Secretary to Government. 
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